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on the other. Where several hydraulic presses arc at work
in the same room, they can be all fed from the same pump;
but where they are in separate rooms, then working by ac-
cumulators can be practised with great advantage.

A hydraulic tub press is shown in front and side view and
in section in Figs. 35 and 36.     The press consists of the press
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cylinder A and the piston B, situated between two pillars on
which the troughs E slide by means of rings. These troughs
carry a solid iron plate and are surrounded below by ;i
channel dd for collecting the expressed fat. The boxes G,
containing the fat to be treated, have double walls and are
provided with a circular row of apertures at the, top of the
inner wall. The boxes are filled with fat, which may have